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Message Text 

UNCLASSIFIED 

PAGE 01 TUNIS 02810 190732Z 
ACTION NEA- 10 

INFO OCT-01 ISO-OO EB-08 AID-05 /024 W 

074266 200329Z/65 

R 181645Z APR 78 
FM AMEMBASSY TUNIS 
TO USICA WASHDC 
USDOC WASHDC 
INFO SECSTATE WASHDC 768 

UNCLAS TUNIS 2810 

DEPT ALSO PASS AID FOR INFORMATION 

E.O. 11652: N/A 
TAGS: BEXP, OEXC, TS 

SUBJECT: TUNISIAN SEMINAR ON ELECTRICAL POWER DISTRIBUTION 
MAY 29-31, 1978 

1 . SOCIETE TUNISIENNE D'ELECTRICITE ET DU GAZ (STEG) 

STATE POWER UTILITY COMPANY, AND SCHOOL OF ENGINEERS (ENIT), 
UNIVERSITY OF TUNIS, ARE ORGANIZAING A SEMINAR ON QUOTE 
ELECTRICAL POWER DISTRIBUTION IN TUNISIA USING THE MALT SYSTEM 
UNQUOTE. THIS DEMINAR WILL TAKE PLACE IN NEW STEG AUDITORIUM 
MAY 29-31, 1978. 

2. STEG OFFICIALS EXPRESSED INTEREST IN HAVING U.S. 

EXPERT ADDRESS SEMINAR IN EITHER FRENCH OR ENGLISH ON TOPICS 
WITHIN FRAMEWORK OF ABOVE SUBJECT IN THE LIGHT OF THEIR EXPERIENCE 
AND U.S. TECHNOLOGY. TRAVEL AND STAY TO BE PAID BY LECTURER 
(WHO SHOULD NOT BE A SALESMAN) FOR HIS U.S. SPONSORS. 

3. FORICA/ECA: IS THERE ANY POSSIBILITY OF AMERICAN 
SPECIALIST IN THIS FIELD COMING TO NORTH AFRICA DURING 
LATE MAY? 

MULCAHY 

UNCLASSIFIED 


NNN 
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